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D3166-3 Basket Hoop as per Dwg D3166 using Bending program 350 BASL, and Folio FT005 
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03166-1 
BASKET HOOP 
1) MATERIAL: AISI 304/316 
SS SOUAR,ETUBING. 
0.75" 
x 0.75" 
x 
0.063 
WALL, 60,00" 
LONG 
(REF DART SPEC, M304TSO.750W.063) 


3 
2) FINISH: NONE 
) TOLERANCES ARE PER DART OSI 018 
UNLESS 
OTHERWISE NOTED 
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03166-3 
BASKET HOOP 
O~~~~~~ 
1) 
MATERIAL: AISI 304/316 
SS1'lSOUARETUBING, 
0.75" 
x 
0.75" 
x 0.063 
WALL. 120.00" 
LONG 
(REF DART SPEC. M304TSO.750W.063) 
2 
3 
) FINISH: NONE 
) TOLERANCES ARE PER DART OSI 018 
UNLESS 
OTHERWISE NOTED 
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